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UNCLASSIFIED 

PAGE 01 LONDON 11097 1411 18Z 
ACTION OIC-02 

INFO OCT-01 EUR- 1 2 ISO-OO SSO-OO /015 W 

017754 141127Z/10 

O 141102Z JUL 78 

FM AMEMBASSY LONDON 

TO SECSTATE WASHDC IMMEDIATE 8108 

UNCLAS LONDON 11097 

FOR OIC 

E.O. 11652: N/A 

TAGS: OVIP (VANCE, CYRUS) 

SUBJECT: MELC - SECRETARIAL SUPPORT 

REF: STATE 177369 


Message Text 


1 . EMBASSY APPRECIATES ASSISTANCE OF OIC IN PROVIDING 
DECKER AND UNKLE FOR CONFERENCE. RESERVATIONS 
CONFIRMED AT CHURCHILL HOTEL: DECKER, ROOM 618; UNKLE, 
ROOM 610. 

2. THEY HAVE BEEN INTEGRATED INTO EMBASSY SECRETARIAL 
SUPPORT DUTY ROSTER AND HAVE BEEN SCHEDULED TO WORK 8:00 
A.M. TO 6:00 P.M., MONDAY, TUESDAY, AND WEDNESDAY AND 
THURSDAY MORNING UNTIL DEPARTURE (L0:30 A.M.). 
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